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Purpose of the Irrigation and Drainage Division 


“To promote advancement in thought and practice in the field, to clar- 
ify fundamental principles, to disseminate knowledge of current practice 
and the results obtained therefrom, and to bring about closer acquain- 
tance of those engaged in irrigation and drainage engineering. The field 
of work of the Irrigation and Drainage Division includes all engineering 
concerned with the application of water to land or the removal of water 
therefrom and all of the technical, economic, and social aspects of the 
association of engineering with these problems. In brief, it covers all 
phases of irrigation, drainage, and reclamation of lands.” 


Executive Committee 


Kenneth Q. Volk, Chairman 
7024 Melrose Avenue, Los Angeles 38, California 
N. A. Christensen, Vice-Chairman 
412 Haushaw Road, Ithaca, New York 
Herbert E. Prater, Session Programs Chairman 
2001 S. Madison Street, Denver 10, Colorado 
Paul H. Berg, Session Programs Vice-Chairman 
P. O. Box 737, McCook, Nebraska 
C. Merrill Barber 
1900 Euclid Avenue, Cleveland 15, Ohio 
William W. Donnan, Secretary 
P. O. Box 629, Pomona, California 
Kenneth O. Kauffman, Newsletter Editor 
902 East “G” Street, McCook, Nebraska 


Note.—No, 1961-21 is Part 2 of the copyrighted Journal of the Irrigation and Drain- 
age Division, Proceedings of the American Society of Civil Engineers, Vol, 87, No. IR 2, 
June, 1961, 


Copyright 1961 by the American Society of Civil Engineers. 
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Calendar of Events 


June 12-15, 1961. Symposium of Water Resources and Reclamation, 
Colorado State University, Fort Collins, Colorado. 

June 26-July 2, 1961. 7th Congress, International Committee on Large 
Dams, Rome, Italy. 

October 16-20, 1961. National Convention, ASCE, New York, Hotel Statler. 
No Irrigation and Drainage Division sessions. 

February 19-23, 1962. National Convention, ASCE, Houston, Texas, Hotel 
Shamrock. The Irrigation and Drainage Division will conduct four half-day 
sessions at the Houston Convention. There will be one joint session with the 
Construction Division, one session under the sponsorship of the Drainage 
Committee, one session under the sponsorship of the Research Committee 
and one on the general subject of Irrigation and Drainage. 

May 14-18, 1962. National Convention, ASCE, Omaha, Nebraska, Sheraton- 
Fontenelle Hotel. 

October 15-19, 1962. National Convention, ASCE, Detroit, Michigan. 

March 1963. National Convention, ASCE, Atlanta, Georgia. 

October 1963. National Convention, ASCE, San Francisco, California. 

The Irrigation and Drainage Division plans to sponsor four half-day ses- 
sions at the Omaha, Detroit, and Atlanta conventions and six sessions at the 
San Francisco convention. 
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APRIL MEETING -- EXECUTIVE COMMITTEE 


The Executive Committee of the Irrigation and Drainage Division met in 
Phoenix, Arizona, April 9 to review division activities and make plans for 
further advancing its activities. A considerable amount of discussions was 
held concerning activities of Division Committees and Task Groups. It was 
concluded that it would be desirable for Executive Committee members to 
serve on some of the administrative and technical committees. 

It was agreed that the Irrigation and Drainage Division would jointly spon- 
sor two technical sessions at the Omaha Convention with the United States 
National Committee of the International Commission on Irrigation and Drain- 
age. Two members were appointed to act as local section representatives at 
the forthcoming Houston and Omaha Conventions. Mr. Hardy LaCook was 
appointed for the Houston Convention and Mr. Gerald Zuck was appointed to 
act for the Omaha Convention. 

The next meeting of the Executive Committee is tentatively scheduled for 
November 3, 1961 at Salt Lake City, Utah. 


** * 


MEETING OF COMMITTEE ON COOPERATION WITH LOCAL SECTIONS 


The Comimittee met on April 10 at Phoenix, Arizona during the National 
ASCE Convention. Mr. A. D. Soderberg, acting chairman for the meeting, 
reports that considerable emphasis was placed on the collection of informa- 
tion from Division Committees and the dissemination of such information to 
the local sections of the Irrigation and Drainage Division. An up-to-date list 
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of contact members for all local sections has been compiled and an active 
correspondence campaign is being planned. Mr. N. A. Christensen, contact 
member from the Executive Committee, led an energetic discussion of ways 
and means to make the Cooperation with Local Sections Committee more 
effective. The meeting closed with the preparation of a detailed list of actions 
to be taken during the coming year. 
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WATER SYMPOSIUM PLANNED 


The critical needs for basic engineering research in water resources de- 
velopment are to be explored at a national symposium to be held June 12-15 
on the campus of Colorado State University at Fort Collins. The symposium 
is being sponsored by the Bureau of Reclamation, the American Society of 
Civil Engineers, and Colorado State University. The meeting will bring to- 
gether leading engineers and scientists and will stimulate the interest of edu- 
cational institutions and other organizations to carry out research in water 
conservation and utilization, soils, rock foundations, hydraulics, and other 
aspects of civil engineering essential to national water resources develop- 


ment. 
x** 


INTERNATIONAL SOILS CONFERENCE FEATURE OF EUROPEAN TOUR 


The following information is being presented for any members who may be 
interested in the subject tour. All inquiries should be addressed to “Study 
Abroad, Inc., 250 West 57th Street, New York 19, New York.” 

“Study Abroad, Inc., is offering a five week European tour that provides 
for attendance at the Fifth International Conference on Soil Mechanics and 
Foundations in Paris July 17-20. After a week in France the tour moves on 
to the Road Research Laboratory at London then to Holland for a study of dike 
planning and construction. Gold climate engineering at Oslo is investigated 
enroute to Russia via Helsinki. Reconstruction of World War II devastated 
areas will be seen at Leningrad and soils people will hear about vibration 
driving of piles at the Academy of Construction and Architecture in Moscow. 

“Returning via Vienna the tour group will learn about unusual foundations 
at Venice and Pisa. Modern dams and ancient engineering will also be seen 
in Italy. Engineering works and laboratories in Spain and Portugal will be 
visited enroute home. ‘ 

“At the week-long Fifth International Conference on soils in Paris widely 


known experts from all parts of the world will present papers and discussions. 


All new developments since the Fourth World Soils Conference in London in 
1957 will be covered. Research results in testing and new testing methods as 
well as equipment will be fully reported. English is one of the official lan- 


guages of the conference. 

“Hal Hunt, construction engineer and Editor of CIVIL ENGINEERING and 
M. D. Morris, soils consultant and author, are Co-directors of the tour. Both 
have had extensive travel and engineering experience and can point out usable 
ideas in every operation visited. The tour is managed by Study Abroad, Inc. 
who have supervised successful study group travel for Temple University and 
others for several years.” 
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TO ASCE MEMBERS OF CHI EPSILON 


Chi Epsilon Fraternity, national civil engineering honor society, has offi- 
cially offered to supply the funda necessary to furnish a formal Conference 
Room at the United Engineering Center. This room will be on the ASCE 
executive floor, will be named “The Chi Epsilon Room,” and will be available 
for conference and committee meetings. 

Pledges are not expected, but single voluntary gifts, from members and 
friends of the Fraternity are earnestly solicited. An attractive Commemora- 
tion Book has been planned in which donors of $1v0 or more (singly or in 
groups) may inscribe the name of a revered person. 

On request, the national chairman, Samuel Kramer (8701 Shore Road, 
Brooklyn 9, New York) will be glad to mail a descriptive brochure. Your 
gift is tax deductible if you make your check out to “ASCE CHI EPSILON 
ROOM FUND” and mail it to Mr. Donald D. King, ASCE, 33 West 39th Street, 
New York 18, N. Y. Your gift will be automatically credited to the quota of 
your initiating Chapter. The national goal is $10,000. 


CUMULATIVE INDEX TO ASCE PUBLICATIONS 


A three-part index to Proceedings, Transactions, and CIVIL ENGINEER- 
ING is now available. This 816-page, 6 in. by 9 in., blue cloth bound book 
contains a subject and name index for CIVIL ENGINEERING that covers the 
magazine since its inception in 1930 through 1959. For Proceedings, the 
coverage is from 1950 through 1959, a period in which most papers were not 
included in Transactions. The 1935 through 1959 Transactions are indexed to 
provide a valuable source of reference to “modern” technical civil engineer- 
ing literature. 

The list price for this volume is $20.00. Members of ASCE and public and 
school libraries are entitled to a 50%discount and will, therefore, pay $10.00 
per volume. 

Order your copy of this INDEX by use of the coupon herewith. 


American Society of Civil Engineers 
33 West 39th Street, New York 18, N. Y. 
Please send me copy(s) of the ASCE CUMULATIVE INDEX. Enclosed 


herewith is my remittance for $ . My ASCE membership grade is 
. List price, $20.00; ASCE members and public and school librar- 


ies, $10.00. 


Print Name 


Address 


City Zone State 
CUM IND 
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MANUAL ON GROUND WATER BASIN MANAGEMENT 


The Committee on Ground Water of the Irrigation and Drainage Division 
has completed the newest in the series of ASCE Manuals on Engineering 
Practice. This Manual (No. 40) is concerned with the operation and manage- 
ment of ground water resources for irrigation and other beneficial uses. 

The Manual will find its field of greatest use in the planning of water develop- 
ment projects and in designing and programming facilities for the controlled 
conjunctive operation of surface and ground water reservoirs in order to 
make maximum use of available water supplies. Copies of the ASCE Manual 
No. 40 can be obtained by use of the attached coupon. The list price is 

$4.00, with ASCE members and public and school libraries receiving a 50% 
discount. 


American Society of Civil Engineers 
33 West 39th Street, 
New York 18, New York 


Please send me..... copy(s) of Manual 40. Enclosed is my remittance of 
$.... (List price $4.00). My ASCE membership grade is... . 


Print Name 
Address 
City Zone State 
M40 
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